The  Chapel  of  the  Duke  University  is  one  of 
America's  most  notable  examples  of  pointed 
Gothic  architecture.  It  is  noted  for  its  SO-bell 
carillon,  its  large  7,791-pipe  organ,  its  beau- 
tiful stained  glass,  and  ornamental  sculp- 
ture in  stone,  wood,  and  metal. 
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